To:  Way,  Stevenfway. steven@epa.gov] 

Cc:  Petri,  Elliott[Elliott. Petri@WestonSolutions.com] 

From:  Christner,  Jan 

Sent:  Sat  8/8/201 5 2:04:35  PM 

Subject:  Re:  Treatment  data  - R n B system 

Will  do. 

We  are  also  looking  at  lime  as  a backup  for  treating  GK  because  so  far  the  GK  solids  aren't  settling 
great. 

Sent  from  my  iPhone 

> On  Aug  8,  2015,  at  7:57  AM,  Way,  Steven  <way.steven@epa.gov>  wrote: 

> 

> Elliott  and  Jan,  it  would  be  a good  idea  to  put  together  a short  tech  summary  with  the  before  and  after 
data  on  the  water  management  system  at  R n B.  Nothing  elaborate. 

> 

> Post  it  on  the  R n B website  and  send  it  to  Hays  and  Craig  and  Joyel. 

> 

> Thanks 

> 

> Sent  from  my  iPhone 

CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is  confidential  and 
proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary  information  without  the  written 
permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you  received  this  email  in  error,  please  notify 
the  sender  by  return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 
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